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1. Dimensions 

Note — This drawing has been prepared In accordance with IS : 5001 (Part I)- 1969 Guide for the preparation of drawings 
of semiconductor devices and integrated circuits: Part I Semiconductor devices' and IS : 5001 (Part II)- 1973 'Guide for the 
preparation of drawings of semiconductor devices and Integrated circuits: Part 11 Integrated circuits'. 
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Reference 


Millimetres 


Degrees 


Note 


Min 


Nom 


Max 
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6.35 


— 
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seebelow 
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90* 




*True geometrical position. 



Type 


Number of Terminals 
(n) 


Dimension 'A* 


Min 


Nom 


Max 


A 


3 


432 


— 


533 


B 


4 


C 


3 


165 


— 


216 


D 


4 



Note 1 —The cross-section of each terminal at a distance Ix, Max from the seating plane lies In a circle having a 
diameter of 99 mm centred at the true geometrical position defining the terminal axis at Its point of exit. 

Note 2 — Measured from the actual diameter D of the device. 

Notes — See also IS : 5000 (0B4)- 1969 'Dimensions of semiconductor devices: Base outline 084' and IS : 5000 
(OC3)-1969. Dimensions of semiconductor devices: Case outline 0C3' 

Note 4 — Terminal 4 Is applicable to Type B variant only. 

2. Rules for Coding — See 8.1 of IS : 5001 (Part I) 1969. 

3. Equivalent Designation Code Followed by Other Countries and Organizations 



Country or Organization 


Designation Code 


Type A 


TypeB 


TypeC 


TypeD 


India 
lEC 

USA 


0D19A 
To- 18 


0D19B 
To -72 


0D19C 
To -46 


0D19D 
To -46 



EXPLANATORY NOTE 



This edition 1.1 incorporates Amendment No. 1 (December 1979). Side bar indicates 
modification of the text as the result of incorporation of the amendment. 



